ANNUNCIATION  CHURCH,   GREEN   BAY,  WIS. 


Built    in    1932-33.      Unique    in  construction, 
one  building  containing  church,  rectory,  school, 
Sisters'    residence    and    social    hall    as  separate 
unit^^  Tudor  Gothic  style   of  architectur 
first  strictly  liturgical  altar  in  diocese  of 
Bay 
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